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HE GROCERS’ COMPANY’S SCHOOLS, 


OUNDLE, NORTHAMPTONSHIRE. 


The Court of the Grocers’ ey 4 are prepared to receive APPLICA- 
TIONS from ge ny who muy be desirous of uae the HEAD- 
MASTERSHIP ef these Schools, which comprise a First Grade Classical 
psec ol tablished by Grocers’ Company, and a mar School 
te ead tat Willems Laxton in 1556. The ceeapeng. will guarantee to 

the bs — a minimum income of £1,000 a-year, and an excellent 
free of rent, rates, and taxes for two years froin the beginning of 

Michesinse Term next. During this period it is expected that the First 
Grade School will show further development on its transfer to the new 
school buildings, now ready for opening. 
The Head-Master must be a Graduate of an English University and a 
— of the Church of England. Other things being equal, a Clergyman 
Full ,may be ined from the CLERK OF THE GROCERS’ 
Company. Grocers Hall, oston, E.C., to whom the applications of Can- 


must be sent on or before the 12TH 
of JUNE. The EL -y will take place on or before the |1TH of JULY. 
The ne wy Hend-Sester w: ill be required to commence his duties in Michael- 


Hall, May, 1883. 











mas Term nex: 
_ Grocers’ 





LECTURES. —Dr. CLARKE ROBINSON, 


Universit 
his PUBLIC to rants —. is arranging with LITERARY SOCIETIES for 


ENGLISH LITERATURE, &c., 


Next Autumn. hag titaes includes, with other Titles : Our Anglo-Saxon 
Cc 


wulf, FE: mdi's Earliest Poetry, Chaucer, Byron, 
Nibelungen Vied Beg Oh nd, Norse af Mythology. 








enn non des actines odie to 0 ce it can be 
appreciated by,scholars or students ; while most exhaustive and critical, his 
style is still eminently popu charmingly 
chosen and and Riel illustrations extremely picturesque.” 
Liverpool Mercury. 
M. HEATHCOTE, B.A., Oriel Coll., 
ped 'y house close to Hursley Woods, four miles from any town. Healthy 
ee and good air. Sixteen Pupils tuken. Terms, £150 and £135.— 
pply to A. M. HEATHCOTE, Esq., Woolley Green, Romsey. 
HOUSE, Bishopsdown Park.—PREPARATION for the PUBLIC 
SCHOOLS and UNIV ERSITIES, under the Rev.T. R. R, STEBBING, M.A., 
sometime Fellow and Tutor of Worcester College, Oxford, First and Becond 


lar and attractive, his language is 
A.? Oxford, PREPARES BOYS, ante 14, for Eton, Winchester, &c. 
TUN BRIDGE WELLS.— WARBERRY 
Class Classics, First Class in Law and Modern History, and A. F. J. FORD, 


} nr ld Scholar of King’s College, Cambridge. Fees from 150 to 200 





SUNDERLAND LIBRARY.—Sale of Imperfect Books. 
MESSRS. PUTTICK & SIMPSON will 


SELL by AUCTION, at their HOUSE, 47, LEICESTER SQUARE, |. 


W.C., on FRIDAY, JUNE 1, “at ten minutes past 1 o'clock precisely, the 
BOOKS RETURNED IMPERFECT fromthe SALE of the SUNDERLAND 
LIBRARY, including many very rare and valuable Editiones Principes, &c. 

printed a; vellum, —, which : are Aquinas Summa Theologica, 
vellum, 1467—Bible en Fran Mantua, 
1472—Biblia } Aes a ge 3 Card. Ximi neda, Conquista da cellar 
Lactantius, Rostock, 1 ecvicgh. a2, a beautiful copy—-Nurem 
Bible, 1477—Breviarium ad Usum Sarisb., 1525—Cisneros, Sitio de Mexico— 
Drayton’s Polyolbion—Galeni Opera, on ” large paper—Panzer, Annales— 
Latin Bible, a, 1475—Tacitus, Editio Friceeps, &e. 

talogues on receipt of six stamps. 








SUNDERLAND LIBRARY.—Books omitted. 
MESSRS. PUTTICK & SIMPSON will 


SELL by AUCTION, at their HOUSE, 47, LEICESTER SQUARE, 
W.C., on FRIDAY, JUNE }, atthe conclusion ofthe Sale of Returned Im- 
rerfect Books, the following LOTS (found since the completion of the 
Cotalegue! :—(1) Ovidii Hereides Epistolae, MS. on vellum of the fourteenth 
century—(2) 2. Aeneis, a fine Italian MS, of the fifteenth century, on 
vellum—{3) Cicero de Oratore, &c., fins Italian MS, on vellum, fifteenth 
century—(4) Livre de I’Mrdre de Sainct Michel, MS. on vellum, with 
miniature, fifteenth century—(5) Las Custumas de la Vila de Montpelier, to 
1258, contemporary MS, a vellum—(6) Heures de |’Usaige de Paris, printed 
on vellum, Paris, Verard, 1 (7) An illuminated copy of the Koran in 
Arebic, in finely painted nati e enamelled binding. 

Catalogues on receipt of six stamps. 





With possession, and by Order of the Executors, 


R. W. E. EICKE is instructed to SELL 

by AUCTION, at the MART, TOKENHOUSE YARD. JUNE 18TH, 

1883, at 2, the Valuable LEASEHOLD SEMI-DETACHED VILLA RESI- 

DENCE, 36a, MARLBOROUGH HILL, 8ST. JOHN'S WOOD, containing 

Eleven Kooms and a substuntially built ‘and well- lighted Studio in the rear, 

with Painting and Modelling Rooms, &c.; smali Garden front and back. 

Held for an unexpired term of fifty-four years at a ground-rent of £13 per 

annum.— Orders to View and Particulars and Conditions of Sale to be had 

of Messrs, W. CHILDERHOUSE & CO., 31, Craven-road, Hyde-park ; and of 
the AUCTIONEER, 12, Stanhope-terrace, Hyde-park, w. 


CORPORATION of LIVERPOOL. 





AUTUMN eee OF MODERN PICTURES IN OIL AND 
WATER-COLOURS, 


NOTICE TO EXHIBITORS. 


The above ae Lay OPEN in the WALKER ART GALLERY, 
on MONDAY, SEPTEMBER 
The Dates for RECEIVING a are from the IsT to the 11TH of 
AUGUST, both inclusive. Forms and all information may be obtain d on 
application to 
CHARLES DYALL, Curator, Walker Art Gallery, Liverpool. 


Mr. Jas. BOURLET, 17, Nassau-street, 





London Agent : Middlesex 
Hospital. 
OYAL SOCIETY of PAINTERS in 


WATER-COLOURS. 
THE NINETY-NINTH EXHIBITION IS NOW OPEN, 5, as MALL 
EAST, from 10 till 6, Admission, Is.; Lilustrated Catalogue, 1 8. 
ALFRED D. FRIPP, Secretary. 


HEPHERD BROTHERS’ SPRING 


EXHIBITION of HIGH-CLASS PICTURES includes choice Works 
by Jobn Linnell, sen., Sir John Gilbert, R.A., H. W. B. Davis, R.A., George 
Cole, Henry Dawson, J. 8. Noble, &c, SHEPHERD BROTHERS, 27, King- 
street, 8t. James’s-square. 








OUPIL & C0.’s ‘S NEW GALLERIES, 


116 & 117, NEW BOND STREET, W 


XEROME, de Neuville, Dagnan, Bastien 


Rousseau, Troyon, Corot, van Marcke, Israels, Bouguereau, 
Herkomer.—EXAMPLES by the above Artists are, with many other im- 
fastens =e NOW ON View “s GOUPIL & CO.’8 NEW GALLEKIES, 
116 & 117, NEW BOND STi STREET, 











ETCHINGS by AXEL H. HAIG.—A 


Country Gentleman has the following ETCHINGS by AXEL H. 
HAIG for SALE :—‘ Vesper Bell,” ‘* Quiet Hour,” “‘ Morning of the 
Festival,” ‘* Great North Porch,” “In the Aisles,” ‘* Town of Chartres,” 
** Under North Porch,” “ Mont St. Michel,” ** Upsala.” Price for the com- 
[nw Set, 100 Guineas, or would sell separately —Address W., care of 
essrs. Boyce & Son, Chemists, Weybridge, Surrey. 





G. ROSSETTI.—-PHOTOGRAPHS.— 


@ Several of Rossetti’s Pictures and Designs have been Photo- 
graphed. Any person wishing to purchase Prints from the Negatives can 
address, in writing, W. M. RosseTT1, 5, Endsleigh-gardens, Euston- 
square, NW, 


ENEALOGICAL and HISTORICAL 


ARCHIVES.—A well-known COLLECTION, unique in magnitude 
and | interest, is offered for PRIVATE SALE, It comprises some hundreds 
of th and family records, English, French, , Belgian, 
Italian, &c.; a considerable library ; and an seria 
For mavy years the proprietor, a Parisian, now desirous of retiring, has 
derived from the and publicati average annual income of 
about £2,000.—Particulars may be had of his ‘Bolleltor, Mr. W. F. NoKEs, 
57, ', Basinghall-strect, E. uC. 


~TUDIO to be LET. a NEWSON’ S 

STUDIOS, BLOOMFIELD PLACE, PIMLICO ROAD, S.W. Size, 

46 feet by 20 feet, 20 feet high. Well lighted and ventilated. mo ay 
either for an Artist or Sculptor. Good 

Apply to W. H. Newson, Timber Merchant, 61, Pimlico-road, /8.W.s 




















RUNDEL SOCIETY. _NEW OCCA- 


SIONAL PUBLICATIONS.—Three Chromo-lithogra; 

following prices :— aaee 
1, SWOON of ST. CATHERINE, from Fresco at Siena by Baszi. 

Members, £1 1s.; Non-Members, £1 7s. 6d. ad * 


2. MADONNA and CHILD with SAINTS, > gba Florence 
Angelico. To M £1; Non-M " . i 


3. MONUMENT of DOGE MOROSINI, ry Giovann’ —_ 
To Members, £1 1s,; Non-Members, £1 7s. 6d. beam, Teuton, 


RUNDEL SOCIETY.—SUPER- 
NUMERARY PUBLICATIONS.—The Second Annual Publications 

a 1882 are now sold separately at the following prices :— 
. CHROMO-LITHOGRAPH of RICHARD II. before the MADONNA, 
with won sites ry mee from a. Picture at Wilton House. To 











2. DESCRIPTION of the DIPTYCH at WILTON HOUSE. By Grorer 
ScuakF, F.8.A., Director of the National Portrait Gallery. With Eighteen 
Woodcut lilustrations. Imp. 8vo. To Members, 3s, 6d.; Non-Members, 53. 


Application to be made to F. LAMBE Price, Secretary, 24, Old Bond- 
street. 


(CATALOGUE of BOOKS in ANCIENT 


and MODERN LITERATURE, some being Old and Scarce, together 

with a Collection of French and English Historical Works, Memoirs of 

Statesmen, Generals, and otners of the Period of the First French Revolution 

and the Peninsular and Waterloo 3-2 JUST PUBLISHED, and sent 

—— on receipt of two stamps by, B. H. BLACKWELL, 5v, Broad-street, 
x.ord. 


Me. A. M. BURGHES, AUTHORS’ 


AGENT and ACCOUNTANT.—Advice given as to the best mode of 
Publishing. Publishers’ Estimates examined on half of Authors, Transfer 
of Li a! Property carefally —— Twenty years’ experience. 
Highes' free.—1, Paternoster-row, E.C, 














GUCKETARY or READER (Non-Resident). 


—A_LADY (27), living in the W st End, desires t NGAGEMENT. 
Thorough French and German. Accustomed ‘to Translate. Excellent 
eferences.—Address 8. R., 35, Duke-street, Manchester-square. 


BEARD and RESIDENCE ina MODERN 
and SPACIOUS FARMHOUSE, situated in a healthy locality near 
the Sea, three hours from London, for a Permanency, or otherwise, Terins 
£2 10s, per week. References exchanged,—Address “ RUSTICUS,” Glyde's 
Library, Ipewieh. 


TULLIL CICERONIS De Legibus ex 


©@ recensione Johannis Vahleni iterum editi. Pp. xxiv et 208, 








—— __Berolini : F. VAHLEN ; Londini : DULAU RF Soo. 
Ready this day. 7 ae 
OLLEGE DAYS; Recorded in Blank 


Verse. Printed on Dutch hand-made paper. Feap. 8vo, parch- 
ment, 5s. 


London : T, FISHER UNWIN, 17, Holborn-viaduct, E.C. 


NGLISH ETCHINGS.—Monthly, 3s 6d. 


—Contents of Part XXV.(JUNE).—LONDON, WHITE LION 
COURT, WYCH SIRKEET, by A. W, Bayes; CARDEUSE de ng 
by Percy Thomas ; QUEENWUOOD COLLEGE, by M. Snape.—W, REEVES. 

185, Fleet-stre:t, 


IBRARY CATALOGUE, for Registering 


Books Bought or Lent, for large or small libraries, from 5s. upwards. 


CAPTAIN CUTTLE’S INDEX BOOKS. 


for the — alphabetically and under subject-matter if of any event 
from 4s, upwards. 


EWSPAPER SCRAP-BOOKS, for the 


reception of cuttings (without the use of gum, paste, or glue), from 
2s, 6d. upwards. 


ETAILED DESCRIPTIVE LISTS, with 


Specimens of the Printed Headings, on receipt of stamped addressed 
wrapper or envelope. 


London : LetTs, Son, & Co. (LimITED), London-bridge, E.C. 


MUDIE’S SELECT LIBRARY. 











NEW AND CHOICE BOOKS. 


See MUDIE’S LIBRARY CIRCULAR for MAY. 
New Edition, now ready, postage free. 


CHEAP AND SCARCE BOOKS. 
See MUDIE’S CLEARANCE CATALOGUE for MAY. 


New Edition, now ready, postage free. 


MUDIE’S SELECT LIBRARY (Limited) 
30 to 34, NEW OXFORD STREET, 
281, Recent Street, & 2, Kine Srrzzt, OnEaPsipEy 
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HOR the ARTISTIC DECORATION of 
the HOME visit the 


AUTOTYPE FINE ART GALLERY, 
74, NEW OXFORD STREET 
(Twenty doors west of Mudie’s Library). 

Splendid Copies of the Old Masters from he most 

Tebrated Galleries of Europe. 

Reproductions of Modern Paintings from the Luxem- 
bourg, “ The Salon,” Royal Academy, &c. 

Facsimiles of Turner’s “‘ Liber Studiorum.” 

Copies of Reynolds, Gainsborough, Lawrence, and rare 
works from the Print Room, British Museum. 

An Illustrated Pamphlet, with press notices from the 
Times, Athenaeum, Academy, Portfolio, Art Journal, &c., 
free per post. 

Fine Art Catalogue, pp. 124, price 6d., free per post. 

Address the ManaGeER, 

THE AUTOTYPE COMPANY. 


THE LIBER STUDIORUM 
oF 


J. Mc. W. TURNER, R.A. 

Reproduced in Facsimile by the Auto’ Process, and accompanied with 
Notices of each Plate by ro to STOPFORD BROOKE, M.A. Publishing 
in 3 vols., each containing Twenty-four Illustrations, price Four Guineas 
per vol. Volume the First now ready. 

Detached Plates of this Edition of the Liber, with the Commentary 
appertaining, are sold at 3s. 6d. 
Prospectus on application. 
THE AUTOTYPE COMPANY, London, 
Publishers { Hewny SOTHERAN & CO., London and Manchester, 








Now ready, demy 8vo, cloth lettered, 21s. 


N EW PRINCIPLES of NATURAL 
PHILOSOPHY. By WILLIAM LEIGHTON JORDAN, F.R.G.8, 
London: DAVID Boaoug, 3, St. Martin’s-place, Trafalgar-square, W.C. 


BLACKWOOD’S MAGAZINE 


For JUNE, 1883. No. DCCCXII. Price 2s, 6d. 








CoNTENTS. 

BTEPHEN’S HISTORY OF THE CRIMINAL LAW. 

THE MILLIONAIRE.—Pakt III. 

A SKETCH FROM CORNWALL. 

THE DEATH OF ROTHESAY: A TRAGEDY IN SCOTTISH 
HISTORY RECONSIDERED, 

THE LITTLE WORLD: A STORY OF JAPAN. 
By RUDOLPH LinDAUv. 

OUR OCCUPATION OF EGYPT. 

THE COUNTRY, THE MINISTRY, AND THE OPPOSITION. 


In Two PARTS. 


Edinburgh and London : WILLIAM BLACKWoop & Sons. 








Price 74, 
CHAMBERS’S JOURNA 
For JUNE 1. 
hstlage. an Shetland and its Industries, Part 11 


Benjamin Biunt, Marirer, The Profits of Bee-Keeping. 





The Etiquette of Courts. Inventors and Inventions, 
ntidote to Silk Adulteration. Cheap Gas-light. 
'wo Exam, lotes. With Tom Toke, the Australian 
Artful ges. Bushranger. 
The Laws of Chance, Part I. The Irish Fisheries, 
eer Excuses. 


Something about Paper. 
Eccentric Phraseology. 
The Approaching Cycling Season, 
: their Humane and Rational 
Treatment, 
ONE FALSE, BOTH FAIR; or, a Hard Knot. 
By Joun B, HARWOOD. Chapters XVIII.—XXI. 
London: W. & R. CHAMBERS, 47, Paternoster-row ; and 
339, High-street, Edinburgh. 


The Month : Science and Arts, 
Occasional Notes, 
Four Poetical Pieces, 








Now ready, the JUNE NUMBER of 


MERRY ENGLAND. 


THE NEW ILLUSTRATED MAGAZINE. 


CONTENTS OF No. 2: 

ST. ALBAN’S ABBEY. By R. BRINSLEY SHERIDAN KNOWLES, With an 

Etching of the Abbey by Tristram Ellis, 
LOVELY and PLEASANT in their LIVES. By ALICE MEYNELL, 
A DOUBTFUL PARISHIONER. By JOHN OLDCASTLE. 
A ROPE-MAKER’S SATURDAY NIGHT. By JAMES ASHCROFT Noste, 
THE LAW of the MOTHER and the CHILD. By JoHN GeoRGE Cox, 
BOGIES of PROVINCIAL LIFE. 2.—SoviaL LIABILITY. By Mrs, Lortiz, 
DRESS in MERRY ENGLAND. By Mrs, HAWEIS. 
REVIEWS and VIEWS, 


OPINIONS OF THE PRESS, 
The Spectator says :—‘* The new magasine is well edit 
to be a social success. The etching is admirable,” ee Se 
~~ ———- St —— — .* Rp ed England ’ is a handsome maga- 
zine, wi uite an ar ratic bout it. 
tonably he . a look abou! The contents are un¢ues- 
The Gruphic says :—‘‘ Our youngest magazine has begun its gracious 
mission of brightening with fresh light and = me 
miele ives" ing ig sweetness the gray dul: of 
¢ Glasgow News says :—*' The etching is - 
wns aunp eoaene ing is worth the cost of the maga 


Notice.—The First Rdition of the May Number of 


: : { 1g of 5,000 hai 6 
mm ae ted, a REPRINT hes been ‘made, 
— of which can now be obtained from all Booksellers, 


44, ESSEX STREET, STRAND, LONDON, 





NEW NOVEL BY MR. LAURENCE OLIPHANT. 





This day is published, PART I. 


ALTIORA PETO. 


By LAURENCE OLIPHANT, Author of “ Piccadilly,”; &e. 
With Illustrations. To be completed in Four Monthly Parts at Five Shillings. 





EpinsurcH AND Lonpon: WILLIAM BLACKWOOD & SONS. 
To be had of all Booksellers, and at the Railway Bookstalls. 





Now ready, crown 8vo, 7s. 6d, 


JULIAN the APOSTATE 


: a Tragedy in Two Parts, 


By CHRISTOPHER JAMES RIETHMULLER, 
- Author of ‘* Teuton.” 





Lonpon: J. S. VIRTUE & CO. (Limi1rep), Ivy Lanz, Parernoster Row. 





CLARENDON PRESS 
LIST OF NEW BOOKS. 





Second Edition, crown 8vo, cloth, price 9s. 


THE ROMAN POETS of the AUGUSTAN 
AGE. VIRGIL. By W. Y. SELLAR, M.A., LL.D., 
Professor of Humanity in the University of Edinburgh, 
and formerly Fellow of Oriel College, Oxford. 


Small 4to, paper cover, price 7s. 6d. 


THE SALTAIR NA RANN: a Collection 
of Early Middle Irish Poems. Edited from MS. Rawl. 
B. 502, in the Bodleian Library, by WHITLEY STOKES, 
LL.D., Honorary Fellow of Jesus College. Being 
Vol. I., Part III., of the Mediaeval and Modern Series of 
** Anecdota Oxoniensia.”’ 


Small 4to, paper cover, price 2s. 6d. 


BENTLEY’S PLAUTINE EMENDA- 
TIONS from his COPY of GRONOVIUS. By 
E. A. SONNENSCHEIN, M.A., University College, 
Oxford, Professor of Classics in the Mason College, 
Birmingham. Being Vol. I., Part IV., of the Classical 
Series of ‘*‘ Anecdota Oxoniensia.”’ 





London: Henry Frowpz, Oxford University Press Ware- 
house, 7, Paternoster-row. 





Just published, pp. 64, limp cloth, price Is, 6d., post-free. 


HARLES DARWIN, his LIFE and 
WORK. By Prof. L. C. MIALL, of the Yorkshire College. 
Leeds : RICHARD JACKSON, Commercial-street. 


ERSIAN WIT and HUMOUR: being 


the Sixth Book of the Baharistan of Jami. Translated from the 
Persian by C. E, WILSON, M.R.A.8., Assistant-Librarian, Royal Academy 
of Arts. Crown vo, parchment, 4s. 
London: CHATTO & WINDUS, Piccadilly, W. 


MACMILLAN’S MAGAZINE, 
No. 284, for JUNE. Price Is, 


CONTENTS OF THE NUMBER, 
THE WIZARD'S SON. By Mrs, OLIPHANT. Chapters XXII,—XXIV. 
W. R. GREG : a Sketch, 
THE SCRAMBLE for WEALTH, By A LONDON ARTISAN. 
THE OLD VIRGINIAN GENTLEMAN, 
FRENCH SOUVENIRS, 
ADDRESS to the WORDSWORTH SOCIETY. By MATTHEW ARNOLD, 
REVIEW of the MONTH, 

London : MACMILLAN & Co, 


THE NATIONAL REVIEW. 
JUNE, 28. 6d, 
CONTENTS. 


WHAT isa WHIG? By the Right Hon, EArt Perof, M.P. 


ENGLAND and FRANCE in INDO-CHINA, By the AuT#HOR of 
“ ACROSS CHRTSE.” 


THE RADICALISM of the MARKET-PLACE. By W. H. MaALLotrK. 
LINES to AN UNKNOWN COCKNEY. By ALFRFD AUsTIN. 
“VEILED OBSTRUCTION.” By ARTHUR JAMES BALFoUR, M.P. 
JOCOSERIA : a Plea for the Reader. By WILLIAM JOHN CoURTHOPE, 
NATIONAL UNITY. By ROBERT MOFFATT. 

EDGAR QUINET. By GEORGE SAINTSBURY. 

bot ~ eee of PRINCE METTERNICH. By Baron CARL Von 











> 


SENegeey 


10. THE WORK of the CHURCH of ENGLAND. ‘By Canon GREGORY. 
ll. ENGLISH TENANT RIGHT. By CLARE SEWELL ReaD, 
12, CURRENT POLITICS, By the Epitors. 

London ; W. H. ALLEN & Co., 13, Waterloo:place, 8. W. 





WM. H. ALLEN & CO’S 


NEW PUBLICATIONS. 





AT HOME and in INDIA: a Volume of 


Miscellanies. By J. W. SHERER, C.S.I., Author of 
““Who is Mary?” “The Conjurer’s Daughter,” &c. 
Crown 8vo, with Frontispiece and Vignette, 5s. 


UNDER ORDERS: a Novel. By M. J. 


COLQUHOUN, Author of “The Invasions of India 
from Central Asia.” Tirp Epition. In3 vols. 


RECOLLECTIONS of the KABUL CAM- 


PAIGN, 1879 and 1890 (with LETTER from General Sir 
FREDERICK ROBERTS). By JOSHUA DUKE, 
Bengal Medical Service. (In a few days. 


FOR ONE MAN’S PLEASURE: a Novel. 


By NELLIE FORTESCUE-HARRISON. In 2 vols. 
[Nearly ready. 


EMINENT WOMEN SERIES. 
NEW VOLUME. 
GEORGE SAND. By Bertha Thomas. 


Crown 8vo, 3s. 6d, [Nearly ready. 











THE STORY of HELENA MODJESKA 


(Madame CHLAPOWSKA). By MABEL COLLINS, 
Author of “In the Flower of Her Youth,” &c. Crown 
8vo, 7s. 6d. (Now ready. 


THE RUSSIANS at MERV and HERAT, 


and their POWER of INVADING INDIA. By 
CHARLES MARVIN, Author of “The Disastrous 
Russian Campaign against the Turcomans,” “ Merv, 
the Queen of the World,” &c. Containing nearly Thirty 
Illustrations of Merv and the Turcoman region (the 
first published in Europe), a full-sized view of the Fort- 
ress = Merv, and Maps of Lessar’s Recent Explorations. 
8vo, . 








Lonpon: 
WM. H. ALLEN & CO., 13, Watertoo Piace. 


ARTH’S EARLIEST AGES and their 


LESSONS for US. With a Treatise on SPIRITUALISM. By G. H. 
PEMBER, M.A. Crown 8vo, cloth, 

**A remarkable book, and full of the most pungent thoughts. Here we 

have a complete and masterly exposure of Spiritualism under a threefold 

inati namely, the it y of the Bible, the testimony of history, 

and the modern outburst. We thick that every man and woman should 

read this.”"—Night and Day. 








Tendon : SAMUEL BAGSTER & Sons, 15, Paternoster-row. 





Just published, 8vo, cloth, price 16s. 


HAN DBOOK of PALI: being an Ele- 
mentary GRAMMAR, a CHRESTOMATHY, anda GLOSSARY. By Dr. 
O. FRANKFURTER. 
WILLIAMS & NORGATE, 14, Henrietta-street, Covent-garden, London ; 
and 20, South Frederick-street, Edinburgh. 





Just published, 8vo, cloth, price 10s. 6d. 
PHYSICAL METEMPIRIC. By the late 
ALFRED BARRATT. With a Portrait. 
By the SAME AUTHOR. 


PHYSICAL ETHICS; or, the Science of 


Action, 8vo, cloth, 12s, 
WILLIAMS & NORGATE, 14, Henrietta-street, t-garden, Londons 
» 


Coven 
and 20, South Frederick-street, Edinburgh. 
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TRUBNER & CO/S 
LIST. 


NOW READY. 


REPORTS on the BUDDHIST CAVE 


TEMPLES and their INSCRIPTIONS ; 
And the Elura Cave Temples and Brahminical and 
Jaina Caves in Western India. 


By James Burgess, LL.D. 


2vols., royal 4to, with numerous Plates and Woodcuts, half-bound, 
£6 6s. 


ETHIC. By Benedict de Spinoza. 


Translated from the Latin by WILLIAM HALE WHITE. Post 8vo, 
cloth, 10s, 6d. 


SLAVIC and LATIN: 


Iichester Lectures on Comparative Lexicography. Delivered at the 


Taylor Institution, Oxford. By CARL ABEL, Ph.D. Post 8vo, 
cloth, 5s, 


LECTURES on PAINTING, 
Delivered to the Students of the Royal Academy. 
By Edward Armitage, R.A. 


Crown 8vo, cloth, 7s. 6d. 
VALDES’ COMMENTARY upon the 
EPISTLE to the ROMANS. 
comuncah@,  Bilited by J. T. Betts. 


PEARLS of the FAITH; or, 
ISLAM’S ROSARY. 


Being the Ninety-nine Beautiful Names of Allab. With Comments in 
Verse from various Oriental sources as made by an Indian Mussulmap. 
By EDWIN ARNOLD, M.A., C.S.1., Author of ** The Light of Asia,” 
&c. Crown 8vo, cloth, 7s. 6d. 





“ Really displays an astonishing wealth and variety of mystical and devo- 
tional imagery and allegory.”—Laily News. 


UDANAVARGA: 
A Collection of Verses from the Buddhist Canon. 


Compiled by DHARMATRATA. Being the Northern Buddhist Version 
of Dhammapada, Translated from the Tibetan of Bkah-hgyur, with 
Notes and Extracts from the Commentary of Pradjnavarman, Fy W 
W. ROCKHILL, Post vo, cloth, 9s. 


THE MESSAGE of PSYCHIC SCIENCE 


to MOTHERS and NURSES. 
By Mary Boole. 
Crown 8vo, cloth, 5s, 


A GUIDE to MODERN GREEK. 
By E. M. Geldart. 


Post 8vo, cloth, 7s. 6d.—KEY, 2s. 6). 


AN INDEX to 
PERIODICAL LITERATURE. 
By W. F. Poole, LL.D., 


Librarian of the Chicago Public Library. Brought down to January, 
1882, Royal 8vo, cloth, £3 13s. 6d.; paper wrappers, £3 10s, 


TRAVELS in SOUTH KENSINGTON. 
y M. D. Conway. 


8vo, illustrated with upwards of Eighty Wood-engravings, cloth, 12s. 
ConTENTS :—The South Kensi M 1 Art and Archi- 
tecture in Eugland—Bedford Park. 
“Contains some really sensible notes on art and architecture.” 
Morning Post. 


EMERSON at HOME and ABROAD. 
Post 8vo, with Portrait, 10s. 6d. By M. D. Conway. 


“For more than thirty years Mr,Conway was intimately acquainted with 
Emerson.”—St, James's Guzette. 


ANCIENT INSCRIPTIONS in CEYLON. 
By Dr. Edward Muller. 


2 vols., Text crown 8vo, and Plates oblong folio, cloth, 21s, 


oe Reformers of Two Centuries from 1520; their Lives and 

U tings according to the late Benjamin B. Wiffen’s Plan, and with the 

boy of his Materisls, Described by EUWARD BOEHMEK, D.D., Ph.D., 
c. Vol. IL., royal 8vo, cloth, 18s. 














The following are now in the press !— 
DIALOGUES and 


PHILOSOPHICAL FRAGMENTS. 


By Ernest Renan. 
Authorised Translation from the French. & 8vo. 


A HISTORY of BURMA. 
By Sir Arthur Phayre. 


With Maps and Plans. Post 8vo0. 


THE SEFER HASSOHAM: 


YISuaKy ammar and Lexicon. By RABBI MOSEH BEN 
GEORGE WOLSELEY COLLiNG. Me ie? and Corrections, by 


Pp. 56, wrapper. in 7 parts. Part 1, 4to, 











Loxpox; TRUBNER & CO., Lup@ats Hitt, 





HURST & BLACKETT’S 


NEW WORKS. 
THE REAL LORD BYRON: New 


VIEWS of the POET’S LIFE. By JOHN CORDY JEAFFRESON, 
Author of ** A Book about Doctors,” &c, 2 vols., demy 8vo, 30s. 

“ Mr. Jeaffreson comes forward with a narrative which must take a very 
important place in Byronic literature. No reader of these volumes can fail 
to perceive that the author has had access to valuable stores of original in- 
formation. The work may, consequently, be expected to excite unusual 
interest. Almost every chapter contains material which may be fairly 
called new, and the book differs from many biographies of Byron in one very 
important Ss is scrupulously just to every person concerned, the facts 
dealt with being placed before the reader in a judicial spirit. It may reason- 
ably be anticipated that these volumes will be regarded with deep interest 
by all wee are concerned in the works and the fame of this great English 

t.”—Times, 

“No other book relating to the history of English literature in the nine- 
teenth century has appeared of recent years that can claim to contain so 
much novel inf i Mr. Jeaff: ’s. He has produced a work that 
throws a flood of new light on the most critical periods of Byron’s life, and 
that every future critic of modern English poetry will have to read and re- 
read.” —A thenaeum. 

** This is a masterly performance, and one of the most important contri- 
butions to literary biography published for many years. Mr. Jeaffreson 
writes not only like a student, but a man of the world, and his entire 
analysis of the relation between Byron and his wife is admirable.”— World. 

“Mr. Jeaffreson’s book will be widely read, as it deserves to be, were it 
only for the fine impartiality he has displayed in judging characters so 
strange!y antithetical that a critic with a mind less perfectly balanced must 
have swerved unduly to one side or the other. We can heartily recommend 
it, therefore.”— St. James's Gazette. 


REMINISCENCES of MILITARY 


SERVICE with the 93rd SUTHERLAND HIGHLANDERS. By 
Surgeon-General MUNRO, M.D., C.B., formerly Surgeon of the 
Regiment. 1 vol., demy 8vo, 15s. 

“* Dr, Munro served thirteen years with the 93rd, during which time he 
took part in the Crimean War, the Indian Mutiny, and the Sitaua cam- 
paign, He saw much, observed much, recorded much, and noted much, 
and the result is the book before us. It is an interesting collection of 
reminiscences, and we advise our readers to buy the book and judge for 
themselves of its merits.”—United Service Gazette 


SIBERIAN PICTURES. By Lud- 


WIK NIEMOJOWSKI. Edited from the Polish by Major SZUL- 
CZEWSKL. 2 vols., 21s, 


MY OLD PLAYGROUND RE- 


VISITED : a TOUR in ITALY in the SPRING of 1881. By BENJAMIN 
E. KENNEDY. S&CoND EDITION, with Appendix, 1 vol., crown 8vo, 
with lilustrations by the Author, és. 














WITH the CONNAUGHT 


RANGERS, in QUARTERS, CAMP, and on LEAVE, 
E. H. MAXWELL, C.B., Author of “Griffin, Ahoy !” 
8vo, with Lllustrations, 15s. 


LODGES PEERAGE and 


BARONETAGE for 1883, Under the especia) Patronage of Her Majesty. 
Corrected by the Nobility. Fifty-second Kdifion. 1 vol., with the Arms 
beautifully engraved, 31s. 6d., bound, gilt edges. 


THE NEW NOVELS, 
A MAID CALLED BARBARA. By 


CATHARINE CHILDAR, Author of “The Future Marquis,” &c. 
3 vols. 


SAM’S SWEETHEART. By Helen 


MATHERS, Author of “ Comin’ thro’ the Rye,” &c. 3 vols, 

“Miss Helen Mathers has fulfilled the promise which she gave in her 
first «ffort at novel-writing, and has written « really good aud readable 
book. It is a charming love story. We beg to congratulate the autvor on 
having stepped wel! tothe front in the somewhat thinned ranks of really 
good novelists.”— Whitehall Review. 


HER SAILOR LOVE. By Mrs, 


MACQUOID, Author of * Patty,” ** Diane,” &c, 3 vols. 
“Mrs. Macqucid has written ner book well. The story is fairly con- 


structed, and the descriptions and general phrase also deserve commenda- 
tion.” —Academy. 


MONGRELS. By T. Wilton. 


“This novel reads like a record of actual experience, and the expression 
of a genuine individuality, It is unconventional in manner and matter, 
and may be read with pleasure from end toend, ‘The heroine is fresh and 
charming.”— Academy. 

** Avery clever novel, It shows much talent.”—Post, 

“ A novel of far more than average excellence. It is thought 
consistently wrought ou., and the interest is sustained to the close. 


Scotsman. 


By General 
1 vol., demy 

















fally and 


oe 


WHAT HAST THOU DONE? By 


J. FITZGERALD MOLLOY, Author of ** Court Life Below Stairs,” &c. 
3 vols, 


“This clever story is much above the average. 
life are especially good.” —St. James’s Gazette. 

“A bright, pleasant, and interesting novel. It contains scenes in 
Bohemia, scenes iu high life in London, aad scenes iu Ireland,” 


County Gentleman. 


THE SENIOR SONGMAN. By the 


AUTHOR cf “8ST. OLAVE’S,” &e, 3 vols. (Just ready. 


The descriptions of Irish 


CHEAP EDITION, 


THE BRANDRETHS. By the 


Right Hon, A. J. B. BERESFORD-HOPE, M.P., Author of ** Strictly 
Tied Up.” 1 vol., 6s. 





Hurst & Buiackett, 13, Great Marlboroughestreet. 





GEORGE BELL & SONS’ 
NEW BOOKS. 





With a New Supplement, bringing the Work down to the 


ag J as 1883, Post 8vo, 16s,; Supplement, separate, 
s. 6d. 


THOMPSON COOPER’S BIOGRAPHICAL 


DICTIONARY. | Containing Concise Notices (upwards 
of 15,000) of Eminent Persons of all Ages and Countries, 
and more particularly of Distinguished Natives of Great 
Britain and Ireland. Prospectuses, with a specimen 
page, sent post-free on application. 

** The mass of information which it contains, especially as 
regards a number of authors more or less obscure, is simply 
astonishing.” —Spectator. 

_ ““Mr. Cooper takes credit to himself, and is, we think, 
justified in doing so, for the great care bestowed upon the 
work to ensure accuracy as to facts and dates; and he is 
right perhaps in saying that his dictionary is the most com- 
prehensive work of its kind in the English language.” 

Pall Mall Gazette. 





Now ready, Vol. II., demy 8yo, 15s. 


GRIMM’S (JACOB) TEUTONIC MYTH- 
OLOGY. Translated from the Fourth Edition, with 
Notes and Appendix, by JAMES STEPHEN STALLY- 
BRASS. Vol. L, lis. (Vol. ILI. in the press. 





Vol. I., demy 8vo, 12s, 6a. 


RETROSPECTIONS, SOCIAL and 


ARCHAEOLOGICAL. By C. ROACH SMITH, 


Post 8vo, 7s. 6d. 


CRUCES SHAKESPEARIANAE: Difficult 


Passages in the Works of Shakespeare. The Text of 
the Folio and Quartos Collated with the Lections of 
Recent Editions and the Old Commentators. With 
Original Emendations and Notes. By B. G4. KINNEAR. 


NEW VOLUME of the CAMBRIDGE TEXTS with NOTES. 


HERCULES FURENS of EURIPIDES. 


By F. A. PALEY, M.A. Fcap. 8vo, 1s. 6d. 


In Bohn’s Library binding or fancy cloth, 3s. 6d. 


EARLY ENGLISH LITERATURE (to 
WICLIF). By BERNHARD TEN BRINK.  Trans- 
lated into English by HORACE M, KENNEDY. 





NEW ADDITION to BOHN’S CLASSICAL LIBRARY, is, 


BENTLEY’S DISSERTATIONS upon the 
EPISTLES of  PHALARIS, THEMISTOCLES, 
SOCRATES, EURIPIDES, and the FABLES of 
AESOP. Edited, with an Introduction and Notes, by 
the late Professor W. WAGNER, Ph.D. 


Vol. I., Fifth Edition, Revised, 18s.; Vol. II., Fifth Edition, 
Revised, 16s. 


THE BOOK of PSALMS. A New Trans- 
lation, with Introductions and Notes, Critical and 
Explanatory. By the Very Rev. J. J. STEWART 
PEROWNE, D.D., Dean of Peterborough. 8vo. 





Crown 8vo, 5s, 


CHRISTIAN HYMNS and HYMN 
WRITERS: a Course of Lectures, By J. E. PRES« 
COTT, D.D., Archdeacon and Canon of Carlisle, Examin- 
ing Chaplain to the Bishop of Carlisle, formerly Fellow 
of Corpus Christi College, Cambridge. 

(Cambridge: Detenton, Beit, & Co.] 





NEW VOLUME of the TECHNOLOGICAL HANDBOOKS. 
GLASS MANUFACTURE. Introductory 


ESSAY, by H. POWELL, B.A. (Whitefriars Glass 
Works); SHEET GLASS, by HENRY CHANCE, 
M.A. (Chance Bros., Birmingham); PLATE GLASS, 
by H. G. HARRIS, Assoc. Memb. Inst.C.E, Small 
post 8vo, 3s. 6d. 


Full Catalogues sent on application post-free to all 
parts of the World. 


BOHN’S LIBRARIES. 


Containing Standard Works of European Literature, in 
the English Language, on 








History Archaeology | Science Poetry 
Biography Theology Philosophy Art — 
Topography | Antiquities Natural History Fiction 





With Dictionaries and other Books of Reference, comprising 
in all translations from the 








French Spanish Danish Latin 
German Portuguese | Icelandic and 
Italian Swedish Anglo-Saxon Greek, 





Price 3s. 6d. or 5s. per volume (with exceptions), 
A Complete Set, in 647 vols., £143 17s, 6d. 





London: 
Gzorcr Bet & Sons, York-street, Covent-garden. 
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THREE-AND-SIXPENNY 
VOLUMES. 





The Ingoldsby Legends. By the Rev. R. H. 
Barham. 
Popular Edition. With Sixteen Tilustrations. 


He Would be a Soldier. By R. M. Jephson. 


With Four Illustrations. 


The Great Tone Poets. By Frederick 


Crowest. 


The Ingoldsby Lyrics. By the Rev. R. H. 
Barham. 


The Day After Death. By Louis Figuier. 


South Sea Bubbles. By the Earl and the 
Doctor. 


Marvels of the Heavens. By C. Flammarion. 
Parish Sermons. By the late Dean Hook. 
By Dr. McCausland. 

By Dr. 


Sermons in Stones. 


Adam and the Adamite. 
McCausland. 


The Builders of Babel. By Dr. McCausland. 


Three Phases of Christian Love. By 
Lady Herbert. 


Nigh Unto the End. By the Rev. J.C. Boyce. 


Five Weeks in Iceland. By C. A. de 
Fonblanque. 


Curiosities of Natural History. First 
Series. By Frank Buckland. 


Curiosities of Natural History. 
Series. By Frank Buckland. 


Curiosities of Natural History. Third 
Series. By Frank Buckland. 


Curiosities of Natural History. Fourth 
Series. By Frank Buckland. 


TO BE OBTAINED AT ALL BOOKSELLERS’. 


Second 


Ready on Tuesday next, at all Newsagents’, price 
One Shilling. 


E 


TEMPLE BAR MAGAZINE 


For JUNE, 1883. 
I. BELINDA. By Miss Ruopa Broveuton. (Contd.) 
Il, GENERAL CHANZY. 
IIL, HALLUCINATION. 
IV. ECHO, 
V. MR. GLADSTONE’S EARLY POLITICS. 
VI, UNCLE GEORGE’S WILL. (Conclusion.) 


VII. PERSONAL REMINISCENCES of LORD STRAT- 
FORD and the CRIMEAN WAR, XXII.—XXV, 


VIII. KATTY the FLASH. 
IX. SEEN under DIFFERENT ASPECTS. 
X: SKYE, 
Xl. IONE STEWART. By Mrs. Lynn Linton. (Contd.) 


*,* Cases for binding the volumes of ‘‘Trmete Bar” can 
be obtained of all Booksellers, price One Shilling each. 


RICHARD BENTLEY & SON, 
8, NEW BURLINGTON STREET, 
Publishers in Ordinary to Her Majesty the Queen, 





SMITH, ELDER, & CO.’S 
NEW BOOKS. | 
LEAVES FROM THE DIARY OF 


HENRY GREVILLE. 
Edited by the Viscountess ENFIELD. 


JOCOSERIA. By Robert Browning. 


Second Edition. Feap. 8vo, 5s. 


CITIES of SOUTHERN ITALY and 
SICILY. By AUGUSTUS J. C. HARE, Author of 
“Cities of Northern and Central Italy,” ‘Walks in 
Rome,” &c. With Illustrations. Crown 8vo, 12s. 6d. 

“Mr, Hare’s name will be a sufficient passport for the papules, of his 
a 








SAMPSON LOW, MARSTON, & C0.’S 
LIST. 


ENGLAND AND FRANCE IN ASIA. 
ACROSS CHRYSE: 


From Canton to Mandalay. 
By ARCHIBALD R. COLQUHOUN, 
Executive Engineer, Indian Public Works, F.R.G.S., A.M.Inst.C.E, 
With Three Original Maps, and about 300 Illustrations, 
mostly from Original Photographs and Sketches. 


In 2 vols., demy 8vo, cloth extra, £2 2s, 
is [Second Edition, 
The TIMES says :—‘* No book could possibly appear more rtunel 
than these interesting volumes. . . . ess comaraite than poate ond 
ceding exploration in that partcfChina, . . . Doubly welcome, coming 
as they do at a crisis in the affairs of the Indo-Chinese peninsula.” 
_ST. JAMES'S GAZETTE says :—‘* Not less important to the Indian 








k, His books on the cities of Italy are fast b p 
gable to the traveller in that part of Europe as the Guide-Books of Murray 
or of Baedeker. . . . His book is one whichI should advise all future 
travellers in Southern Ita'y and Sicily to find room for in teir portman- 
teaus.”— Academy. 

Now ready, Second Edition, crown 8vo, 6s. 


UNDERGROUND RUSSIA: Revolutionary 
Profiles and Sketches from Life. By STEPNIAK, 
formerly Editor of Zemlia i Volia (Land and Liberty). 
With a Preface by PETER LAVROFF. ‘Translated 
from the Italian. ’ 

“The book is a8 yet unique in literature ; it is a priceless contribution to 
gar knowledge of Hussian thentht ood sort trewsudaus political wnovoment 
i A 8, the mo: 
history. it seers destined to become a standard work.”— Athenaeum. 


ITALIAN BYWAYS. By John Addington 
SYMONDS, Author of ‘Renaissance in Italy,” 
“Sketches and Studies in Italy,” &c. Crown 8vo, 


10s. 6d. ‘ 

‘+ Perhaps we shall best praise Mr. Symonds’ latest sketches by seying 

that we have never been so conscious of a keen desire to follow in a travel- 

ler’s footsteps as while turning over the pleasant pages of * Italian By- 
ways.’”"—Puil Mall Gazette. 


WALKS in LONDON. By Augustus J.C. 
HARE, Author of “Walks in Rome,” ‘Cities of 
Northern and Central Italy,” “‘ Wanderings in Spain,” 
&c. Fifth Edition, Revised. 2 vols., crown 8vo. 





NEW NOVELS. 
NO NEW THING. By W. E. Norris, 


Author of “ Matrimony,” ‘‘ Mademoiselle de Mersac,’’ 
&c. 3 vols., post 8vo. 


LO¥S, LORD BERRESFORD, and other 
Tales. By the AUTHOR of *‘ PHYLLIS,” “‘ MOLLY 
BAWN,” “MRS. GEOFFREY,” &c. 3 vols., post 8vo. 

(This day. 

THE BANTOFFS of CHERRYTON: a 
Story without a Villain or a Crime. By ARTHUR 

KEAN. 2 vols., post 8vo. 





NEW VOLUMES OF ; 
Smith, Elder, & Co.’s Popular Library. 
MOLLY BAWN. By the Author of 


“PHYLLIS,” “MRS. GEOFFREY,” &c. Feap. 8vo, 
boards, Pictorial Cover, 2s. 


MATRIMONY. By W. E. Norris, Author 
of “Mademoiselle de Mersac,’”’ &c. Feap. 8vo, boards, 
Pictorial Cover, 2s. 


PHYLLIS. By the Author of “Molly 


BAWN,” &c. Fcap. 8vo, boards, Pictorial Cover, 2s. 


MADEMOISELLE de MERSAC. By 
W. E. NORRIS, Author of ‘‘ Matrimony,” &c. Feap. 
8vo, boards, Pictorial Cover, 28. 

NEW VOLUMES OF re 

Smith, Elder, & Co.’s Illustrated Editions 

of Popular Works. 

CARITA. By Mrs. Oliphant, Author of 


“Chronicles of Carlingford,” &c. With Four Illustra- 
tions by Frank Dicksee. Crown 8vo, 3s. 6d. 
WITHIN the PRECINCTS. By Mrs. 
OLIPHANT, Author of “Carita,” &c. With Four 
Illustrations by Frank Dicksee. Crown 8vo, 3s. 6d. 


FOR PERCIVAL. By Margaret Veley, 


Author of “ Damocles,”’ &c. With Four Illustrations 
by George Du Maurier. Crown 8vo, 3s, 6d. 


On May 29th (One Shilling), No. 282. 
THE CORNHILL MAGAZINE 


NE. 
With Illustrations by GkorGe Du MAURIER and W. SMALL, 
CONTENTS. 

BY the GATE of the SEA. (With an Illustration.) Chaps. XI.—XIII. 

FOLK-SONGS cf PROVENCE. 

THE REVOLT of SIR THOMAS WYATT: a Leaf from our State Papers, 
By A.C, EWALD. 

A PASTORAL MEDITATION. By Harry JONES. 

ITALIAN PEASANT LIFE. By LINDA ViLLARI. 

BATH and TUNBRIDGE WELLS a CENTURY AGO, 

NU NEW THING. (With an Illustration.) Chap, XXXV,.—Honours 
Divided. Chap, XXXVI.—t ds and Punish Chap. XXXViI. 
—Yes and No. Chap. XXXVIII.—At Bordighera. Chap, XXXIX.— 
Last Words, 


London : Suita, Exper, & Co., 15, Waterloo-place. 











than to the English merchant. . . . One of the most ad- 
venturous as well as valuable journeys of exploration undertaken in receut 


ears. 

The SATURDAY REVIEWP says :—“ Mr. Colquhoun takes us into an 
entirely new country. . . . For a comprehensive view of Yunnan we 
must for the future turn to Mr. Colquhoun, . . . Well worth perusal, 
and in view of the French operations in Tonquin it is particularly opportune 
in its appearance, . . . Very pleasant reading, and is full of instruction 
for all classes.” 

The DAILY NEWS says it is *‘ A welcome narrative of his bold and 
enterprising journey.” 


Now ready, in 2 vols., demy 8vo, 30s. 


FREDERIC HE GREAT 
MARIA THERESA. 


From hitherto Unpublished Documents, 1740—1742. 


By the DUC de BROGLIE, 
Member of the French Academy, &c. 


Extract from along Review in the EDINBURGH REVIEW for 
April, 1883. 


“ The Duc de Broglie has given us a book, charming in itself, and most 
interesting from the new light which it throws on the obscure transactions 
it describes. . . . It is a record of folly, of wickedness, and of treachery 
such as have seldom been equalled ; it is worked out with close attention 
to accuracy in even minute details, and, with a rare and poetic feeling, it 
gives an enthralling interest to what has sometimes been considere‘t a dull, 
and what Frederic’s admirers would fain believe a forgotten, episode. It 
has, indeed, all the elements of the tragic and the sublime ; it tells of kings 
and queens, of wars and deaths, of heroic resolve and patriotic enthusiasm, 
of villany, perfidy, and crime.” 


‘Col. Burnaby will, if he does not take care, be eclipsed 
as an adventurous traveller by his wife.”—T ruth. 


MRS. FRED BURNABY’S 
NEW WORK. 
THE HIGH ALPS in WINTER; 


Or, Mountaineering in Search of Health. 


1 vol., crown 8vo, with Portrait of the Author, Two Maps, 
and several Illustrations from Photographs, cloth gilt, 14s, 
The Alpine Journal says :—‘ This unparalleled series of winter ascents, 
executed by a lady, will form one of the most brilliant chapters in the 
history of winter mountaineering.” 
Truth says :—‘* Mrs. Burnaby hes published a book of her wanderings 
over Swiss mountains in winter. . . . Charmingly fresh and realistic.” 


MR. PHIL ROBINSON’S NEW WORK IS 


SINNERS and SAINTS: a Tour Across 


the States and Rourd Them ; with Three Months among the Mormons. 
Crown 8vo, cloth extra, 10s. 6d. Now ready. 


A THIRD EDITION IS NOW READY OF 


THE WAR between CHILE and PERU, 
1879—1881. By CLEMENTS Rk. MARKHAM, C.B. With Four Maps. 
Crown 8vo, cloth extra, 10s, 6d. 

“The first consecutive history of the war to which the English public 
has had access.”—Times. 


Dedicated to H.R.H. the Prince of Wales, by permission. 


SANDRINGHAM: Past and Present. 


With some Historic Memorials of the Norfolk Coast, By Mrs. HER- 
BERT JONES. Crown 8vo, pp. 320, with Eight Illustrations, 8s. 64. 





‘ow ready. 
** An excellent little book, full of interest in the present and the past, is 
* Sandringham,’ &c. rs. Herbert Jones has done her graceful work with 
‘conscience and tender heart.’ . . . This charming hook, which tells 
much of the Sandringham of to-day as may fitly interest the general 
reader, is handsomely illustrated.”— Daily Te 


THE NEW NOVEL TO ASK FOR AT THE LIBRARIES IS 


A FOOL for his PAINS. By Helena 


GULLIFER, Author of “Trust Her Not,” &c, 3 vols.. crown 4¥0, 
Sis. 6d. (Now ready. 


RAMBLA—SPAIN: an Account of a Recent 
Trip Across Spain. By the AUTHOK of **OfHER COUNTRIES’ 
Crown 8vo, cloth, 8s. 6d. (Just ready. 


The NEW VOLUME, now ready, of the SERIES of FOREIGN COUNTRIES 
and BRITISH COLONIEs, Edited by F. 8, PULLING, M.A., F.R.G.S.,i8 


GERMANY. By S. Baring-Gould, Author 


of “* Germany, Past and Present.” Crown svo, cloth, price 3s. 6d. 


HANDBOOKS of ELEMENTARY ART. 


By N. D'ANVERS. Crown 8vo, cloth, very fully illustrated, pric¢ 
3s. 6d. each. 

AN ELEMENTARY HISTORY of PAINTING—OLD MASTERS. 

AN ELEMENTARY HISTORY of PAINTING—MODERN. 

AN ELEMENTARY HISTORY of SCULPTURE of all COUNTRIES. 

AN ELEMENTARY HISTORY of ARCHITECTURE of all COUNTRIES. 

London: 
Sampson Low, Marston, Szaruz, & RrvineToN, 


Crown-buildings, 188, Fleet-street, E.C. 
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THE ACADEMY. 








Just ready, price 4s, 


THE SCOTTISH REVIEW. 


MAY, 1883. 
CONTENTS. 


Agr. LL ee -  e ENDOWMENTS and SECONDARY EDUCA 


* Il. LORD MACAULAY. 
» Il. EARLY SCOTTISH BURGHS, 
» IV. ARCHAEOLOGY in the SOUTH-WEST of SCOTLAND. 
* Vv. AGNOSTICISM, 
» VI. THE FUTURE of the HIGHLANDS. 
» VII. SOME RESULTS of SCOTCH THEOLOGY. 
» VIII MRS. CARLYLE’S LETTERS, 
» IX. CONTEMPORARY LITERATURE. 
o X. SUMMARIES of FOREIGN REVIEWS, &c. 
London : ALEX, GARDNER, 12, Paternoster-row ; and Paisley. 





Now ready, post-free, 1s, 


How: WHEN, and WHERE? a Book 
on Investments, By C.J. Sims, 3, Uni rt, Old Broad-street, 
London, E.C. No investor should be without this handbook for his 
guidance. 








Twelfth Edition, post-free, One Shilling. 


R. WATTS on ASTHMA and BRON- 


CHITIS : a Treatise on the only Successful Method of Curing these 
Diseases. By ROBERT G. WATTS, M.D., F.R.S.L., F.C.S., &c., 5, Buistrode- 
street, Cavendish-square, London, W. 

London : C. MITCHELL & CO., Red Lion-court, Fleet-street. 


O PROPRIETORS of NEWSPAPERS 


and PERIODICALS.—WYMAN & SONS, Printers of the Builder, 
the Printing Times, Knowledge, Truth, the Furniture Gazette, the 
Review, and other high-class Publications, call attention to the facilities 
they possess for the COMPLETE, ECONOMIC, and PUNCTUAL PRODUC- 
TION of PERIODICAL LITERATURE, whether Illustrated or Plain. 
Esti furnished to Proj of New Periodicals, for either Printing, or 
Printingand Publishing.—74 to 76, Great Queen-street, London, W.C. 


Pani FIRE OFFICE, Lomsarp STREET 
and CHARING CROSS, LONDON.—Established 1788. 


Insurances against Loss by Fire and Lightning effected in all parts of the 
world. 


claims arranged with promptitude and liberality. 
—_ JouHN J. BROOMFIELD, Secretary. 














SUMMER TOURS in SCOTLAND. 
LASGOW and the HIGHLANDS 


(Royal Route via Crinan and Caledonian Canals).—Royal Mail 
Steamer ** COLUMBA” or ‘* IONA,” from GLASGOW, DAILY, at 7 A.M., 
from GREENOCK at 9 A.M., conveying, in connexion with his West High- 
land Steamers, Passengers for Oban, Fort- William, Inverness, Lochawe, 
Skye, Grirloch, Staffa, Iona, Glencoe, Stornoway, &c. Official Guide, 34. ; 
Illustrated, 6d. and Is., by post, or at W. H. SMITH & SON'S Railway Book- 
stalls.—Time Bill, with Map and Fares, free from the Owner, DAVID 
MACBRAYNE, 119, Hope-street, Glasgow. 


MARRIAGE LAW DEFENCE UNION. 


Patrons. 

The ARCHBISHOP of CANTERBURY. 
The ARCHBISHOP of ARMAGH. 
President. 

The DUKE of MARLBOROUGH, K.G. 
Vice-Presidents. 

The EARL of SHAFTESBURY, K.G. 

The Right Rev. the LORD BISHOP of LINCOLN. 
The LORD COLERIDGE, Chief Justice of England. 
Chairman of Committees. 

The Right Hon. A. J. B. BERESFORD-HOPE, M.P. 


Treasurers. 
Sir WALTER FARQUHAR, Bart., 18, King-street, 
St. James’s, 8.W. 
Sit CHARLES MILLS, Bart., M.P., Camelford House, 
Oxford-street, W. 
Bankers. 
Messrs. HERRIES, FARQUHAR, & CO., 16, St. James’s- 


street, S.W. 
Messrs. GLYN, MILLS, & CO., Lombard-street, E.C. 


Secretary. 


G. J. MURRAY, Esq., 20, Cockspur-street, Charing-cross, 
London, 8.W. 











HIS Union is formed to maintain the ancient marriage 
i law of the land, and in particular to resist the legalisa- 
tion of marriage with a wife’s sister. 

Its efforts are directed to organising committees through- 
out the United Kingdom; to diffusing information by 
lectures, publications, and otherwise on a subject on which 
public opinion has been much misled; to encouraging 
petitions to both Houses of Parliament; and to directing 
the attention of the Legislature to the true bearings of the 
question. A Ladies’ Committee has been formed to assist 
the Union, 

The whole principle on which the marriage law of this 
land is based is involved in the acceptance or rejection of 
the Deceased Wife’s Sister Bill. In all countries where the 
marriage law has been relaxed in this one particular other 
Telaxations have, after some lapse of time, been adopted ; 
in some countries not only may a woman marry her sister’s 
husband, and a man marry his brother’s wife, and his 
Wife’s niece, or, as in the State of New York, his wife’s 
daughter, but in others a man is freely permitted to marry 
his niece by blood. 

As the operations of the Union are very extensive, 
subscriptions and donations are earnestly ————. 
uw be obvious that the publications circulated by this 

nion, the arguments and considerations con- 
tained in them point to the same conclusion, represent in 
Particulars only the mind of their respective authors, 


FISHERS GLADSTONE BAG. 


CATALOGUES POST-FREE, 





Analyst, Bristol. 


A. FISHER, 188, STRAND. 





Gold Medal: Paris. Medals: Sydney; Melbourne; Christchurch, N.Z. 


FRYS COCOA EXTRACT 


GUARANTEED PURE COCOA ONLY. 


It is strongly recommended to all who appreciate the full flavour and fine aroma of Cocoa, 
“It is strictly pure, and well manufactured in every way.”—W, W. Sropparz, F.1.C., F.0.S., City 


‘If properly prepared, there is no nicer or more wholesome preparation of Cocoa.” 


Food, Water, and Air, Edited by Dr. Hassati. 


Try also FRY’S CARACAS COCOA.—“ A delicious preparation.” 





SIXTEEN PRIZE MEDALS awarded to J. S. FRY & SONS. 





SPECTACLES v. BLINDNESS. 





use of Spectacles indiscriminately 
Oculist Optician, 39, OLD BOND 


Edward Knocker, Esq., late Mayor of Dover, &c., &. 





BRuURROW'S MALVERN WATERS,.— 
THE PURE NATURAL SPRING WATER.—Malvern Seltzer, Soda, 
Potash, and Lithia.—The Purest of all Mineral Waters. 

W. & J. Burrow, The Springs, Malvern. 


EPPER’S QUININE and IRON TONIC 


soon gives of its strength-prod' zg rs 
the bodily and mental faculties, enabling the system to withstand exertion, 
and sustaining great power of resistance to fatigue, removing, by its forti- 
fying effect, ail causes of depression. 


EPPER’S QUININE and IRON TONIC 


strengthens the nerves and muscular system, improves digestion, 
animates the spirits, thoroughly recruits the health.—Bottles (thirty-two 
doses), 4s.6d.—Sold by Chemists everywhere. Insist on having Pepper's 
Tonic, so many imitations being sold. 














ARAXACUM and PODOPHYLLIN.—A 


vegetable fluid for the cure of liver complaints, biliousness, and 
indigestion, By stimulating action of the liver and shghtly moving the 
bowels, drowsy sensations of headache, sickness, pain beneath the 
shoulders, giddiness, disagreeable taste, and other symptoms disappear 
This slightly jaxative liver medicine is destined to replace calomel or 
mercury in any form, being equally beneficial and a thousand times safer. 











ARAXACUM and PODOPHYLLIN.— 


The true remedy for dyspepsia, congestion of the liver, heartburn, 
acidity, spasm, and stomach derangement.—Made only by J. PEPPER, 
Bayley-street, London. Insist on having the genuine. Bottles, 2s, 9d. 
Of all Chemists, 


O CURE SKIN DISEASES.—SULPHO- 


LINE LOTION wii) completely remove eruptions, pimples, redness, 
blotches, scurf, eczema, psoriasis, prurigo, &c., in a few days. It totally 
destroys deep-seated, inveterate skin affections. Most sgreeable to use. 
Sulpholine is a peculiarly harmless fluid, always producing a clear skin. 
Sold everywhere. 











O DARKEN GRAY HAIR.—LOCK- 


YER’S SULPHUR HAIR KESTORER produces a perfectly natural 
shade. The gradual change is certain, and no restorer is equal to Lockyer’s 
for beautifying and cleansing the hair, causing it always to grow. Sold 
everywhere, 





FURNISH your HOUSES or APARTMENTS 
THROUGHOUT 


on 


MOEDER’S HIRE SYSTEM. 
The original, best, and most liberal. 
Cash prices. 
No extra charge for time given, 
Illustrated Priced Catalogue, with full particulars of terms, postefree. 
F. MOEDER, 





248, 249, 380, Tottenham-court-road, and 19, 20, and 31, Morwrell-strest, W 
Established 1862, 





“* Spectacles can only be perfectly adjusted by those having a thorough knowledge of the anatomy of the eye combined 
with optical experience,” 


NE-FOURTH of those suffering from Blindness can trace their calamity to the 
perchaeed, and unsuited to the sight. 

STREET, W., having made the Adjustment of Spectacles his especial and sole 

study for upwards of thirty years, personally adapts his improved lenses. 

The Rev. Professor W. A. Hales, M.A. Cantab., 2, Minford-gardens, West Kensington-park, writes :—‘‘ The spectacles 
are perfect, and a most decided boon. I had‘occasion on Monday to write to Lord -—, and took the opportunity to men- 
tion your name and the wonderful power of your spectacles.” . 

Similar testimonials from Earl and Countess Lindsey, Sir Julius Benedict, Dixon Hartland, Esq., M.P., Rov. Charles 
Hort, Private Chaplain to H.R.H. the Duke of Cambridge, Rev. Tidd Pratt, Alderman Death, | 


Mr. H. LAURANCE, F.S.8., 


ate Mayor of Cambridge, 


Special arrangements for suiting Invalids and others unable to wait on Mr. Laurance. 
Pamphlet—“ Spectacles: their Use and Abuse,” post-free, 
City Branch—6, POULTRY, E.C. 


INVESTMENT ASSURANCE. 


POLICYHOLDERS of the LIFE ASSOCIATION of SCOTLAND in 
Class B. obtain all the Advantages of an ordinary Life Assurance, combined 
with a most PROFITABLE INVESTMENT. 

CLAIMS PAID and BONUSES upwards of FOUR MIZLIONS. 

ze *.* IMMEDIATE ASSURERS 
will secure a YEAR’S BONUS more than later Entrants. 
London: 5, LOMBARD STREET, and 123, PALL MALL; 
Edinburgh ; 82, PRINCE'S STREET. 


ESTABLISHED 1851, 


IRKBECK BAN K, 
B Southampton-buildings, Chancery-lane. 

Current Accounts opened according to the usual practice of other Baukers, 
an: Interest allowed on the mini monthly bal when not drawn 
below £25. No commission charged for keeping Accounts 

The Bank also receives money on Deposit at Three per cent, Interest, re- 
payable on demand. 

The Bank undertakes for its Customers, free of charge, the custody of 
Deeds, Writings, and other Securities and Valuables; the collection of Bills 
of Samana, Dividends, and Coupons ; and the purchase and sale of Stocks 





Sh \e 
Letters of Credit and Circular Notes issued. 
A Pamphlet, with full particul Li 





Ist March, beso, FRANCIS RAVENSCROFT, Manager 





To H.R.H. the PRINCE of WALES. 
BRAND & CO.’S OWN SAUCE, 





GoOurs, PRESERVED PROVISIONS, and 


POTTED MEATS & YORK & GAME PIES. 


Also 





J{SSENCE of BEEF, BEEF TEA, 





(TURTLE SOUP, and JELLY, and other 





GPECIALITIES for INVALIDS. 








CAUTION—BEWARE of IMITATIONS, 
SOLE ADDRESS— 
11, LITTLE STANHOPE STREET, 
MAYFAIR, W. 
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F. V. WHITE & CO,’S 


NEW PUBLICATIONS. 


THE RECENT AND POPULAR NEW NOVELS AT 
ALL THE LIBRARIES, 


FLORENCE MARRYAT’S NEW NOVEL. 
Just ready, in 3 vols., crown 8vo. 


A MOMENT of MADNESS. 
By FLORENCE MARRYAT, 
Author of “‘ Facing the Footlights,”’ “‘ Phyllida,” &c., &c. 


NEW NOVEL BY MABEL COLLINS. 
At all the Libraries, in 3 vols., crown 8vo. 


IN the FLOWER ot HER YOUTH. By 


MABEL COLLINS, Author of “Too Red a Dawn,” “Au Innocent 
Sinner,” &c., &c. 

“Is full of unquestionable power.”—Graphic. 

**No one who compares this novel with what we have had before from 
Miss Collins’s pen will doubt but that the literary quality of her work is 
much improved. She writes witn vigour and correctness, not unfrequently 
with eloquence.”—Spectator. 

NEW NOVEL BY ‘“LOLO.” 
At all the Libraries, in 3 vols., crown 8vo, 


MONCRIEFFE’S SECCND WIFE. By 


**LOLO,” Author of ** A Cruel Secret,” ‘* Was Hers the Fault ?”* &c., 
**In many scenes * Lolo’ is much above the average of the usual run of 
our ordinary novelists, t is a better novel than the author's pre- 
vious works. oe Post. 
ere are many who will be delighted with * Moncrieffe’s 
Second Wife.’ me Public Opinion. 


NEW NOVEL BY A. E. N. BEWICKE. 
At all the Libraries, in 3 vols., crown 8vo. 


MISS STANDISH. By A.E. N. Bewicke, 


Author of “‘ Onwards, but Whither ?” &c. 


NEW NOVEL BY ALICE BERNARD. 
At all the Libraries, in 3 vols., crown 8vo. 


LOVE and its COUNTERFEIT. 


NEW NOVEL BY MRS. BERESFORD. 
Immediately, in 3 vols., crown 8vo, 
POPPY. 


By Mrs. Beresford, Author of “All 


Among the Barley,” &c. 


At all Libraries, in 1 vol., crown 8vo, cloth, 7s. 6d. 


VICTOR or VICTIM? By John Saunders, 


Author of ** Abel Drake’s Wife,” &c., &c. 
At all the Libraries, in 1 vol., crown 8vo. 


FRANK AYRTON. By Mrs.J.M.M. Hewett. 


NEW WORK OF TRAVEL. 
At all Libraries and Booksellers’, in 1 vol., demy 8vo, 
cloth gilt, 10s, 6d. 


OUR TOUR in SOUTHERN INDIA. By 


Mrs, J. C. MUKRAY-AYNSLEY, Author of “Our Visit to Hindu- 





tan,” &c., &c. 

“*The scraps of British-Indian history scattered through these pages are 
lucid)y written, and imuch of the antiquarian learning «f which Mrs, 
Marray-Ainsley seems to command large supplies is new, and iv its present 
form will hold out great attractions to those concerned in the subject.” 

Daily Telegraph. 
** There is considerable freshness in the writing, nor is there avy attempt 

to skim the cream off previous works on the Indian a 
‘ublic Opinion. 

“* This book is certainly in many parts deserving of a. '—John But, 

** The author of this work is a lady who has already made her mark as a 
keen and intelligent traveller and observer.”—Pictorial World. 


NEW WORK IN THE PRESS. 
A WOMAN’S MEMORIES of WORLD- 


KNOWN MEN. By Mrs. HOUSTON, Author of “ Recommended to 
Mercy,” ** Lost in the Crowd,” 1,” &e.. ke, 2 2 b vols, 


THE RECENT ADDITIONS TO 
F. V. WHITE & CO.’S SELECT NOVELS. 
Crown 8vo, cloth, 3s. 6d. each. 


A PROFESSIONAL BEAUTY. By Mrs. 


ALEXANDER FRASER, Author of “ Guardian and Lover,” &xc., &c., &c. 


THE ROOT of all EVIL. By Florence 


MARRYAT, Author of “ Phyllida,” &c., &e., &e, 


POPULAR TWO-SHILLING NOVELS. 
AN INNOCENT SINNER. By Mabel 


COLLINS, Author of “Too Red a Dawn,” “In the ‘Flower of Her 
Youth,” &c., &c. ust ready. 


SWEETHEART and WIFE. By Lady 


CONSTANCE HOWARD, Author of ** Mollie Darling,” &c. 
“The story from first to last is attractive, and cannot fail to command 
wide favour.’ — Whitehall . 
“ There is a genuine Saveur of the old-fashioned romance in it which is 
too frequently lacking in what may be termed the wanes * novel.” 


urt Circular, 
“It isa love-story, told with charming simplicity and ans . little on _ 


Society. 


MY SISTER the ACTRESS. By Florence 


MARRYAT, Author of “ How They Loved Him,” &c., &c. 


TWO MEN anda MAID. By Harriett Jay, 


Author of ** The Queen of Counaught,” * My Connaught Cousins,” &c..xc. 


THE DEAN’S WIFE. By Mrs. Eiloart, 


Author of “Some of Our Girls,” “‘ My Lady Clare,” &c., &e. 


A BROKEN BLOSSOM. By Florence 


MARRYAT, Author of ** Facing the Footlights,” * ".. Phyitide,” &e., &e. 








EF. V. Wurre & Co., 31, Southampton-street, Strand. 


os, 





BLACKIE & SON’S 
PUBLICATIONS. 


Complete in 4 vols., imp. on oath, £5; or half- 


- _ 


IMPERIAL DICTIONARY 


OF THE 


ENGLISH LANGUAGE. 


A COMPLETE ENCYCLOPAEDIC LEXICON, LITE- 
RARY, SCIENTIFIC, AND TECHNOLOGICAL. 


By JOHN OGILVIE, LL.D. 


New Edition, Carefully Revised and Greatly 
Augmented. 


EDITED BY 


CHARLES ANNANDALE, M.A. 
Illustrated by above 3,000 Engravings, printed in the Text. 


OGILVIE'S MINOR DICTIONARIES, 
THE COMPREHENSIVE ENGLISH 


DICTLONARY: Explanatory, Pronouncing, and Etymo- 
logical. Illustrated by above 800 Engravings on Wood. 
Large 8vo, cloth, 25s.; half-morocco, 32s. 


THE STUDENT’S ENGLISH DIC- 
TIONARY : Etymological, Pronouncing, and Explana- 
tory. With about 3u0 Engravings on Wood. Imp. 
16mo, half-roan, 7s. 6d.; half-calf, 10s. 6d, 


DR. OGILVIE’S SMALLER DIC- 
TIONARY: Etymological, Pronouncing, and Explana- 
tory. Abridged from ‘* The Student’s Dictionary”? by 
the Author. imp. 16mo, cloth, red edges, 2s. 6d. ; half- 
roan, 3s. 6d. 


DESCHANEL’S NATURAL PHIL- 
OSOPHY: an Elementary Treatise. Translated and 
Extended by J. D. KVERET'I, D.C.L., F.R.S., Pro- 
fessor of Natural Philosophy in Queen’s College, 
Belfast. Illustrated by 7383 Wood-engravings and 
Three Coloured Plates. Sixth Edition, thoroughly 
Revised. Medium 8vo, cloth, 18s. 

Also, separately, in 4 parts, limp cloth, 4s. 6d. each, 

PartI. MECHANICS, HYDROSTATICS, and PNEU- 
MATICS. Partii, HEAT. Part 111, ELECTRICITY 
and MAGNETISM. Part 1V. SOUND and LIGHT 


THE GARDENER’S ASSISTANT. By 
ROBERT THOMPSON, of the Horticultural Society’s 
Gardens, Chiswick. New Edition, Revised and greatly 
Extended by THOMAS MOORE, F.L.S., Curator of the 
Chelsea Botanic Gardens, assisted by eminent Practical 
Gardeners. Illustrated by numerous Engravings and 
Coloured Plates. Large 8vo, cloth, 35s, 


“The best book on general practicai borticu.ture in the English Jan- 
guage.” —Gardeners’ Chronicle. 


POYNTER’S SOUTH KENSINGTON 
DRAWING-BOOKS. Sanctioned by the Committee of 
Council on Education, and produced under the Super- 
intendence of E. J. FUIRTER, R.A. 


Elementary Freehand. Two Books. 6d. each. 
First Grade Freehand. Six Books. 6d. each. 
Second Grade Freehand. Four Books. 1s, each. 
Elementary Human Figure. Two Books. 6d. each, 
Each Book contains fine Cartridge Paper for Copying. 





VERE FOSTER’S 
NEW WATER-COLOUR BOOKS. 


SIMPLE LESSONS in WATER-COLOUR. 


A Series of Eight Facsimiles of Original Water-Colour 
Drawings, and Thirty Vignettes, after various Artists. With 
Full Instructions by an experienced Master. In 4 parts, 4to, 
6d. each; or 1 vol., cloth extra, 3s. 


EASY STUDIES in WATER-COLOURS. 

By R. P. LEITCH and J. CALLOW. A Series of Nine 
Plates executed in Neutral Tints. With Full Instructions 
for Drawing each Subject and for Sketching from Nature. 
In 3 parts, 4to, ls. 6d. each; or 1 vol., cloth extra, 6s. 


SKETCHES in WATER-COLOURS. 
By T. M. RICHARDSON, R. P. LEITCH, J. A. HOUS- 
TON, T. L. ROWBOTHAM, E. DUNCAN, and J. NEED- 
HAM. A Series of Nine Plates executed in Colours. With 
Full Instructions for Drawing each Subject. In 3 parts, 
4to, 1s. 6d, each; or 1 vol., cloth extra, 6s. 


London: Biackm & ‘Son, 49: and 50, Old Bailey. 





W. SWAN SONNENSCHEIN & CO. 


At all Libraries, in 1 vol., 8vo, 9s. 


ii of the Laws of Human ‘Sieh 
By W. H. DAVENPORT ADAMS. (Ready May 2). 

CONTENTS : ae. a Education] Ascham—Raikes—Bell—Brougham— 
Arnold—Mary Carpe: . [Book II., Slavery] Wilberforce—Buxton— 
&c. [Book IIL, Missions] Eliot—Brainerd—M. Martyn—Williams. [Book 
avV.. een Howard. |—Mrs. Fry. [Book V., the Poor] Vincent de Paul— 
—-, of Mercy—Miss Sieveking—Mrs. Mompesson—Edward Denison— 

iter Dora. 











At all Libraries, in 1 vol., crown 8vo, 10s, 6d. 


DARKENED at NOONTIDE. 
By Mrs. GEORGE ELLIOTT KENT. 
“* The characters are drawn with no little power, and fine contrasts occur 
. Some of the female characters are charming studies, and are sure to 
enlist the reader’s sympathies, not less by their un ness than by the 
ae grace, and purity which mark their actions.”— Leeds Mercury. 





BY BERTHOLD AUERBACH,.—In 1 vol., Illustrated, crown 8vo, 3s, 6d. 


TWO STORIES. 


“Both storics exhibit some of their author’s strongest poin ‘ 
He possessed the rare gift of drawing gentle, loveable, and pon - aoe 
natural female figures. It is detightfal to follow the artist as he 
traces human nature.”—Academy. 

“It is quite refreshing to contemplate these pictures ; they are delight- 
fully told.” —Court Journal. 


ALPINE PLANTS. Painted from Nature 
by J. SEBOTH. Edited, with D ipti and I 
A. W. BENNETT, M.A., B.3c. Series I. ow hey with 100 Cntowred 
Plates, half-persian, extra gilt top, each 25s. 
(Series 1V., completing the work, will be ready shortly. 











Second Edition, now ready. 


CHILD'S PIANOFORTE BOOK, The, for 


the Home, the Kindergarten, and the School. By H, KEATLEY 
MOORE, B.Mus., B.A. With many Songs and _— by Kate 
pocensietil and others, Crown — cloth ~— 3s. 6d. 


COMPOSERS, “The GREAT: their Liven, 


with Ch istic /" lot By C. E.BOURNE. With Portraits, 
Crown 8vo, —-, 3s. 6d. 








ENSILAGE in AMERICA, and its PROS- 


PECTS in ENGLISH AGRICULTURE. By Professor J. E, THOROLD 
ROGERS, M.P. Llustrated. Crown 8vo, cloth, 3s, 6d. 


EPICS ry ROMANCES of the MIDDLE 
AGES By W. WAGNER and W. 5S. ANSON, 8vo, cloth, 7s. 6d 


GOBLIN TALES of LANCASHIRE. Col- 


lected by JAMES BOWKER, Crown 8vo, 3s. 











Under the Sanction of the Rev. Sir Gore Ouseley, Bart., M.A., and 
Professor G. A. Macfarren, Mus, Voc. 


MUSICIAN, The: a Guide for Pianoforte 


Students. By RIDLEY PRENTICE. (In Six Grades.) GRADE L., 2s. 
(GRADE IL. next week. 
**Renders the hard task of acquiring technical knowledge almost a 
pleasare. e Mr. Prentice’s road is in — way the pleasantest that 
has been laid ‘before any student. . . Supplies a deficiency in musica? 
literature which has lung been felt. Saturday Review. 
** We heartily commend it to a!l who desire to understand, interpret, and 
enjoy beautiful music.”— Academy. 


PROBLEMS and EXERCISES in POLITI- 
CAL ECONOMY. By ALFRED MILNES, M.A. Crown Svo, 4s. 6d, 
**Not only are the and p 1 science ad- 
mirably stated in this iittle volume, bat the views of the more prominent 
schools of thought are also indica’ good deal of labour has been ex- 
pended upon the work, whi ch ti publicists will find as valu- 
able as it is unp ‘p 





UMenlti. hi. 














SUNDAY READING FOR CHILDREN. 


SUNDAY for OUR LITTLE ONES: Un- 


sectarian Addresses to the Young. By Rev. E. M. GELDART, M.A., 
Author of ** Faith and Freedom,” xc. Cloth gilt, gilt edges, 3s. 


** Just the kind of thing our Sunday-schools are much requiring. 
To establish and settle the young heart in the love and reverence of ail that 
is revered and lovely has been the author’s object, and we are sure none 
will -_ empty away from the perusal of these addresses.”—Jnquirer. 


‘PENNY HANDBOOKS. crew. 


“*We are glad to call attention to this excellent series of penny hand- 
books, which deserve to be widely known. . Weare glad to see the 
staff of the British Museum thus coming forward to make popular the 
stores of learning which they have, . . . The are 
good-—fur better than in many expensive books.”—Academy. 

** All written by first-class specialists, and form the most enterprising 
series ever published. . . Each contains so much well-arranged 
matter as to make a far from contemptible handbook.”—Jnquirer. 


e@ Each Volume is fully Illustrated with Woodcuts. 
BEETLES. By W. F. Krrsy. 
BRITISH BIRDS. By R. BowpuiEr Sarre. 
BUTTERFLIES and MOTHS. By W. F. Krrsy. 
COINS, GREEK and ROMAN. By Barctray V. Heap. 
FLOWERING PLANTS. By J. Britten. 
INSECTS, ORDERS of. By W. F. Krrsy. 
POSTAGE STAMPS. By W. T. Oa@ttvy. 
SHELLS. By B. B. Woopwarp. 


*.* Numerous others in preparation 
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